ST.  JOHNS  CATHOLIC  CH  U  RCH  -  AU  D ITORI  U  M ,   ST.  PETERSBURG  BEACH,  FLORIDA 


ST.  JOHN'S  CATHOLIC  CHURCH-AUDITORIUM 
84th  Ave.  &  Blind  Pass  Road 
St.  Petersburg  Beach,  Florida 
Constructed  1950  on  beautiful  palm  studded  ten  acre 
parish  property  plot.  Seating  capacity — 600.  Now  under 
construction  on  this  property  and  scheduled  for  com- 
pletion by  May  1951— St.  John's  Parochial  School,  Con- 
vent and  Rectory. 
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